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SAMPIaE 31 
TEST REStfl^ - raiLIP MOraiSJBEANDS 


Brggad «Tar" 

/ mUp.^z 

•^Alpine KPMSP.... 17 

i^Benson £ Hedgas KFHF.. is 

Hanson & H*dga« 100'S lOOFHP... 17 

'^^Benaon « Hedgac 100'a lOOFKHF... 17 

v^enaon s Hadgsa loo'a looFSP.... 17 

v^Senson i Badges lOO'a lOOFMSF.17 

*Benson & Hedges Deluxe Ultima Lights loO's lOOFHP... 5 

Benaon & hedgec Deluxe ultra Lights loo's iootkkp.. s 

*Bensdn & Hedges Lights lOO's lOOFSF..... 11 

Benson 5 Hedges Lights 100's 100FH3P....... 11 

^Benson & Hedges Hultifliter KFSP................... 11 

Cambridge Full Flavor KFSP.. i? 

Cambridge Pull Flavor loo's loOFSP.... 17 

'‘Cambridge Lights KFSP.la 

Cambridge Lights KFKSP... 12 

Cambridge Lights 100 * s lOOFSP... 12 

Cambridge Lights 100* a lOOPHSP. 12 

*cambri{Sge Ultra Low Tar 100*s lOOFSP.... 5 

^Bnglish Ovals knfbp... 24 

/Marlboro KFHP,.. 17 

V *Marlboro kfsp. . -. 17 

*Marlboro KPTiBP,.. 17 

Marlboro 100*3 lOOFHP. 17 

Marlboro 100*s lOOFSP. l7 

Marlboro 25*s KFSP..,.i.. . 17 

Marlboro Lights KFHF .. 11 

*Marlboro Lights KFMHP,... 10 

Marlboro Lights KFSP... II 

*Marlboro Lights KPMSP. lo 

*Harlboro Lights 100*s lOOFHP.11 

*Marlboro Light* loo*s lOOFHMP.... 10 

^Marlboro Lights loo*s looFSP.... ll 

*Mariboro Lights 100*» lOOFWSP.11 

Marlboro Lights 25*B KFSP. 11 

*Marlboro 10fl*s Red lOOFHP. 16 

Marlboro ISO's Red lOOFSP... 17 

Merit KFHP... S 

Merit KFSP... S 

Merit KFMSP. .. 8 

Merit loo's lOOFSP... 10 

Merit lOO'e lOOFHSP.... 10 

*Merit Ultra Light* KFSP... .... 4 

Merit Ultra Lights KFHSP....... . 5 

‘‘Merit Ultra Lights lOO's lOOFSP... 5 

‘Merit Ultra Lights lOO's lOOFMSP.... 8 


’’Nicotine'* 

mo/cio 

1.1 

1.3 40 ^ 
1.2 
1.2 
1.2 
1.2 
0.4 
0.5 
0.8 
0.8 
0.9 
1.1 
1.2 
0.9 
0.8 
0.9 

0.9 

0.4 
1.9 
1.1 
1.2 
1.2 
1.2 
1.2 
1.1 
0,8 
0.8 
0.8 
0. B 
0.9 

0- s 
0.9 
0.3 
0.8 
1.2 
1.2 
0.6 
0,6 
0. S 
0.8 
0.8 
0.4 
0.4 
O.S 
0.5 


* Indicates revision from Federal Register report (1/17/89) 
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Source: https://www.industrydocuments.ucsf.edu/docs/xrlk0001 
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TOBACCO INSTITUTE TESTING LABORATORY 

MARKST SAMP£JS 31 

TEST RESULTS - PHIIiIP MORRIS BRANDS 


Brand 

v^P&rliaffisnt Lights kfhp... 

Parliament Lights RRSP* 

Parliament Lights loO's lOOFSP. 

*Philip Motrie CDaaander ENFSP.. 

^Philip Morris International lOGFHP... 
Philip Morria International lOOFMHP. 

Players SHFHP...... 

Players KFHP..... 

Players KPMHP...... 

Players lOO^a lOOFHP. 

Players IOO^'b lOOFMHP................ 

Players Lights 25'e kfsp............. 

Players Li^ts as's KFMSP.*.. 

★Players 25'a Lights loo'a lOOFSP..... 
Players 2S’& Lighfea lOO's lOOFMSP.... 

★Saratoga 120*s 130PHP.... 

Saratoga 120's 1205MHP... 

Virginia Slims lOOFSP. 

Virginia Slims lOOFMSP.. 

Virginia Slims Lights lOOFHP......... 

Virginia Slime Lights lOOFMHP,....... 

v^Vlrginia Slims Lights 130's XSOPHP... 
(^Virginia Slims Lights I20's 120FMHP.. 


"Tar" "Nicotine" 
ttgZfidg —ss/5!is 


10 

0.7 

9 

0,7 

12 

1.0 


26 

17 

17 

25 

12 

13 

14 

14 
10 
10 
12 
11 

15 
15 
15 
15 

9 

9 

15 

15 


i.e 

1.2 

1.1 

1.7 

0.8 

0.8 

1.0 

1.0 

0.7 

0.7 

0.9 

o.a 

1.1 

1.1 

1.1 

1.1 
0.7 
0.7 
1.1 
1.1 


★ Indicates revision from Federal Register report (1/17/89) 
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Source: https://www.industrydocuments.ucsf.edu/docs/xrlk0001 


























